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115. Proposed by MART BLAINE, B. So., Graduate Student, Drury College, Springfield, Mo. 

The locus of a point such that the sum of the squares of its normals form a given el- 
lipsoid is constant, is a co-axial ellipsoid. [From C. Smith's Solid Analytical Geometry, 
page 95.] 



CALCULUS. 

85. Proposed by J. SCHEFFER, A. M„ Hagerstown, Hd. 

A line of double curvature, beginning at some point in the circumference of the base 
circle of a right cone, winds itself under the constant inclination /S to the base circle around 
the curved surface of the cone. Find its length and that of its projection upon the base 
circle. 

86. Proposed by WALTER H. DRANE, Graduate Student, Harvard University, 85 Hammond Street, Cam- 
bridge, Mass. 

Prove that the curve whose normal equals its radius of curvature drawn in an oppo- 
site direction, is the catenary, y=ccosh(x/c). 

87. Proposed by MARY BLAINE, B. Sc., Graduate Student, Drury College, Springfield, Mo. 

Integrate (px—y)(py + x')~-h i p, where p-=dy/dx. 
#*# Solutions of these problems should be sent to J. M. Oolaw, not later than March 10. 



MECHANICS. 

82. Proposed by WALTER H. DRANE, Graduate Student, Harvard University, 65 Hammond Street, Cam- 
bridge, Mass. 

A sphere, diameter 2a, rests in limiting equilibrium upon the edge of a box and 
against a vertical wall. If the box be of such dimensions that it will not tip, find the dis- 
tance of the 1 box from the wall, having given the coefficient of friction between the sphere 
and wall J, between the sphere and box 1, and between the box and floor ?. [From Prob- 
lems in Mechanics proposed to class in Harvard University.] 

83. Proposed by MART BLAINE, B. Sc, Graduate Student, Drury College, Springfield, Mo. 

A particle is projected upwards in vacuo with a velocity v. Show that on 
reaching the ground again there is no deviation to the south, but the deviation to 
the west is 4ooc(>s\(v 3 /3g i ). [Laplace, iv, page 341.] 

*** Splutions of these problems should be sent to B. F. Finkel, not later than March 10. 



DIOPHANTINE ANALYSIS. 

78. Proposed by COOPER D. SCHMITT, A. M. , Professor of Mathematics, University of Tennessee, Knox- 
ville, Tenn. 

Find three square numbers in harmonical progression. 

79. Proposed by EDMUND FISH, Hillsboro, 111. 

Find an integral right triangle in which the bisector of one of the acute angles is al- 
so integral. 

*** Solutions of these problems should be sent to J. M. Oolaw, not later than March 10. 



